
The Commonwealth of Massachusetts 
Executive Office of Health and Human Services 
Department of Public Health 
William A, Hinton State Laboratory Institute 
305 South Street, Jamaica Plain, MA 02130 


DEVAL L. PATRICK 
GOVERNOR 

TIMOTHY P. MURRAY 
LIEUTENANT GOVERNOR 

JUDYANN BIGBY, MD 

SECRETARY 

JOHN AUERBACH 

COMMISSIONER 


11/23/10 


LaKeshia Parker 

Assistant District Attorney, Suffolk County 
Dear Ms. Parker, 

Enclose d is the information you requested in regards to Commonwealth vs. 
HHH Included are copies of the following: 

1. Drug Analysis Laboratory Receipt. 

2. Control Cards with analytical results for sample #'s 

3. Analysis sheets with chemist’s hand notations and test results. 

4. GC/Mass Spectral analytical data for sample #’sHHHHHI 



GC/MS testing for|^^^^H^^^^^^^^^|was performed by Dan Renczkowski. 
GC/MS testing for^^H^Hwasperformed by Peter Piro. All other analyses were 
performed by Kate Corbett, if you have any questions about these materials, please call 
me at the number below. 



Chemist I! 

Drug Analysis Lab 
Jamaica Plain, MA. 02130 
(617) 983-6632 


cc: DJR, PJP. CBS 
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DRUG RECEIPT 


District/Unit B -2 "b 
Name & Rank of Arresting Officer ft 



DESCRIPTION OF ITEMS SUBMITTED 











NoJ 
City. 
Officer 
Def 
Amount 
No. Cont 
Date Rec'd 
Gross Wt. 


Boston D.C.U. Police Dept 

P.O. Diana Lopez 


1 Cont: pb 
03/19/2010 
6.45 


Date Analyzed ■- j Q 



Subst: SUB 


No. Analyzed: 

t:3' 


Net Weight 

# Tests,^ ^ 


«DC >T)‘ 



1/U- 


Findings: 


C 


oC*\i • J > > 


No. 


Date Analyzed: 


City: Boston D.C.U. Police Dept. 
Officer: P.O, Diana Lopez 
Def: 

Amount: 

No. Cont: 1 Cont: pb 

Date Rec'd: 03/19/2010 
Gross Wt.: 6.22 




3 - 30-/0 


Subst: SUB 

No. Analyzed: ^ ^ 

Net Weight: <5* ’t) 

#Tes,s: 1l6ft( 


Prelim: Findings: 








52 


No 
City 
Officer 
Def 
Amount 
No. Cont 


Date Analyzed: 


Boston D.C.U. Police Dept. 

P.O, Diana Lopez 


1 Cont: pb 


VBcWO 


Date Rec'd: 03/19/2010 
Gross Wt.: 2.16 


Subst: SUB 

No. Analyzed 


0 . 7 -?' 


Prelim: 


Net Weight:: 

# Tests: A/cXtX 

Findings: 


A 
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Date Rec'd: 03/19/2010 
Gross Wt.: 10.22 x 

3 36 ^) 

Prelim: 


-i n 

Findings: 


No. Analyzed: t 
Net Weight: 

#Tests:^f\(_ 

.^Vvuv.’ilityV A - 


Officer: 
Def 
Amount 
No. Cont 
Date Rec’d 
Gross Wt.: 


Prelim: 


Date Analyzed: & j yy j j A 

Boston D.C.U. Police Dept. ^ 


P.O. Diana Lo 


1 Cont: burnt cigar 
03/19/2010 


Subst: VM 

No. Analyzed: 

Net Weight: 

# Tests: 


Findings. 


■' juol 



Date Analyzed: 


City: Boston D.C.U. Police Dept. 


Officer 
Def 
Amount 
lo. Cont 


P.O. Diana Lopez 


Amount: 6.0 

lo. Cont: 1 Cont: pb 

te Rec’d: 03/19/2010 
oss Wt,: 3.94 


Prelim: fsj 




Subst: TAB 

No. Analyzed: 

Net Weight: 

# Tests: I ft |f 



Findings: J 
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DRUG POWDER ANALYSIS FORM 



PRELIMINARY TESTS 
Spot Tests 


Cobalt 
Thiocyanate i 

Marquis _ 

Froe tide's 


r 4- 


Mlcrocrvstalllne Tests 


Gold 

Chloride 


TLTA 


4 

iHf + 


OTHER TESTS 
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PRELIMINARY TESTS 
Spot Tests 

Cobalt Li t 
Thiocyanate ([') 


Marquis 

Froehde's 


4 - 




GC/MS CONFIRMATORY TEST 
RESULTS 

OPERATOR 

DATE 7±\ 7 t)l \ 0 


DATE 


Revised 7/2005 
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PRELIMINARY TESTS 
Spot Tests 

Cobalt 

Thiocyanate J_j_ 


Marquis 

Froehde's 

Mecke's 


l 


4 - 




+- 


Mlcrocrvstalllne Tests 
Gold 

Chloride___ 

TLTA j_ \ _ 

OTHER TESTS 


PRELIMINARY TEST RESULTS 


RESULTS PM 

i f 

] 

DATE 5 

17)" 

u 

d 





GC/MS CONFIRMATORY TEST 



Revised 7/2005 
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Data File C:\HPCHEM\1\DATA\004F0401.D 


Sample Name: MDMA STD 


Injection Date 
Sample Name 
Acq. Operator 


3/24/2010 2:58:12 PM 

MDMA STD 

ASD 


Acq. Instrument 
Sequence File 
Method 
Last changed 


Instrument 3 

C:\HPCHEM\1\SEQDENCE\CBS.S 
C:\HPCHEM\l\METHODS\ROUTINE.M 
9/17/2009 4:18:41 PM by ASD 


FOR UNKNOWN SAMPLES 


Seq. Line 
Location 
Inj 

Inj Volume 


4 

Vial 4 
1 

1 pi 



Area Percent Report 

ft? n » M i=t =s =; = = = = = = = = s=== r= s=:===== s= = = =r =r== = = = =:» 


Sorted By : 

Multiplier : 

Dilution : 

Use Multiplier & Dilution 


Signal 
1.0000 
1.0000 
Factor with 


ISTDs 


Signal 1: FID1 A, 

Peak RetTime Type Width Area Height Area 

# [min] [min] [pA*s] [pA] % 

-I-I-|-I-I-I- 

1 1.091 BB S 0.0116 6.49202e4 8.80800e4 99.56138 

2 1.715 PB 0.0170 286.00699 266.71542 0.43862 

Totals : 6,52062e4 8.83467e4 

Results obtained with enhanced integrator! 

*** End of Report *** 


Instrument 3 3/24/2010 3:09:12 PM ASD 


Page 1 of 1 
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Data File C:\HPCHEM\1\DATA\006F0601.D 

Injection Date : 3/24/2010 3:29:43 PM Seq. Line : 6 

Sample Name : MDA STD Location : Vial 6 

Acq, Operator : ASD Xnj : 1 

Acq. Instrument : Instrument 3 Inj Volume : 1 pi 

Sequence File : C:\HPCHEM\1\SEQUENCE\CBS.S 

Method : C:\HPCHEM\l\METHODS\ROUTINE.M 

Last changed : 9/17/2009 4:18:41 PM by ASD 

FOR UNKNOWN SAMPLES 


Sample Name: MDA STD 



Area Percent Report 


Sorted By 

Multiplier 

Dilution 

Use Multiplier & 


: Signal 
: 1.0000 
: 1.0000 

Dilution Factor with ISTDs 


Signal 1: FID1 A, 

Peak RetTime Type Width Area Height Area 

# [min] [min] [pA*s] [pA] % 

I-I "“I-I-i—--!-I 

1 1.092 BB S 0.0116 6,50284e4 8.80126e4 99.58608 

2 1.625 PB 0.0165 270.28284 252.40121 0.41392 

Totals : 6.52987e4 8.82650e4 

Results obtained with enhanced integrator! 

*** End of Report ***■ 


Instrument 3 3/24/2010 3:40:43 PM ASD 


Page 1 of 1 
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Data File C:\HPCHEM\1\DATA\008F0801.D 

Injection Date : 3/24/2010 4:01:00 PM Seq, Line 

Sample Name : BENZYLPIPERAZINE Location 

Acq. Operator : ASD i n j 

Acq. Instrument : Instrument 3 Inj Volume 

Sequence File : C:\HPCHEM\1\SEQUENCE\CBS.S 

Method : C:\HPCHEM\l\METHODS\ROUTINE.M 

Last changed : 9/17/2009 4:18:41 PM by ASD 

FOR UNKNOWN SAMPLES 


Sample 


8 

Vial 8 
1 

1 pi 


Name: 


BENZYLPIPERAZINE 



Area Percent Report 


Sorted By : 

Multiplier : 

Dilution : 

Use Multiplier & Dilution 


Signal 

1.0000 

1.0000 

Factor with ISTDs 


Signal 1: FID1 A, 

Peak RetTime Type Width Area Height Area 

# [min] [min] [pA*s] [pA] % 

.-I-I-|-(-I-I-I 

1 1.092 BB S 0.0116 6.61409e4 8.69782e4 99.60117 

2 1.655 PB 0.0155 264.84540 262.28476 0.39883 

Totals : 6.64058e4 8.72405e4 

Results obtained with enhanced integrator! 

*** End of Report *** 


Instrument 3 3/24/2010 4:12:00 PM ASD 


Page 1 of 1 
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Sample Name: BLANK 


Data File C:\HPCHEM\1\QATA\011F1101.D 


Injection Date 
Sample Name 
Acq, Operator 
Acq. Instrument 
Sequence File 
Method 
Last changed 


FOR UNKNOWN SAMPLES 


3/24/2010 4:48:08 PM 

BLANK 

ASD 

Instrument 3 

C:\HPCHEM\1\SEQUENCE\CBS.S 
C;\HPCHEM\1\METHODS\ROUTINE.M 
9/17/2009 4:18:41 PM by ASD 


Seq, Line 
Location 
Inj 

Inj Volume 


11 

Vial II 
X 

1 pi 



min' 


Area Percent Report 


Sorted By 

Multiplier 

Dilution 

Use Multiplier & 


: Signal 

: 1.0000 

: 1.0000 

Dilution Factor with 


ISTDs 


Signal 1: FID1 A , 

Peak RetTime Type Width Area 
# [min] [min] [pA*s] 

-I-|-|-j-|-|- 

1 1.092 BB S 0.0116 6.58931e4 8.64542e4 1.000e2 

Totals : 6,58931e4 8.64542e4 

Results obtained with enhanced integrator! 

*** End of Report *** 


Height Area 
[pA] % 


Instrument 3 3/24/2010 4:59:08 PM ASD 


Page 1 of 1 
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Data File C:\HPCHEM\l\DATA\012F120l.D 


Injection Date : 3/24/2010 5:03:46 PM 

Sample Name 

Acq. Operator : ASD 

Acq. Instrument : Instrument 3 

Sequence File : C:\HPCHEM\1\SEQUENCE\CBS.S 

Method : C:\HPCHEM\1\METHODS\ROUTINE.M 

Last changed : 9/17/2009 4:18:41 PM by ASD 

FOR UNKNOWN SAMPLES 


Seq, Line 
Location 
Inj 

Inj Volume 


Sample Name: 


12 

Vial 12 
1 


1 pi 


BIO-032 94 



mirt 


Area Percent Report 


Sorted By 

: Signal 

Multiplier 

: 1.0000 

Dilution 

: 1.0000 

Use Multiplier & 

Dilution Factor with iSTDs 


Signal 1: FID1 A, 

Peak RetTime Type 
# [min] 

Width 

[min] 

Area 

[pA*s] 

Height 

[pA] 

Area 

% 

1 

1.092 

BB 

S 

0,0120 

1 

6,70718e4 

8.69085e4 

97.81273 

2 

1.544 

PV 

T 

0.0170 

83.86030 

79.94475 

0.12230 

3 

1.666 

PV 

T 

0.0163 

193.58589 

176.42421 

0.28231 

4 

1.704 

VV 

T 

0.0155 

318.40640 

296.37604 

0.46434 

5 

1.719 

VV 

T 

0.0135 

127,34114 

157.25482 

0.18571 

6 

2.545 

PV 


0.0177 

776.65210 

597.33478 

1.13261 


otals ; 6.85716e4 8,82158e4 

Results obtained with enhanced integrator! 


*** End of Report *** 


Instrument 3 3/24/2010 5:14:47 PM ASD 


Page 1 of 1 
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Area Percent / Library Search Report 


Information from 
Pile Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
vial Number : 
AequisitionMeth: 
Integrator : 


Data File: 

F:\Q1-2010\SYSTEM7\03_29_10\707004.D 

DJR 

29 Mar 2010 8:10 

BLANK 

1 

DRUGS, M 
RTE 



Abundance TIC: 707004.D\data.ms 



Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


707004.D 


Tue NOV 23 10:59:37 2010 


Page- l 
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Area Percent / Library Search Report 


Information from Data File: 

File Name 

F:\Q1-201Q\SYSTEM7\03 29 10\707005.D 

Operator 

DJR 

Date Acquired 

29 Mar 2010 8:23 

Sample Name 

COCAINE STD 

Submitted by 
Vial Number 

5 

AcquisitionMeth 

DRUGS.M 

Integrator 

RTE 


Abundance 


TIC: 707005.D\data,ms 

4.326 


1000000 


500000 


Jime--> 


0 l T -T-Trr r T T p-r-n-p-i-r-i-p t r i j i t IV p-rny r-r tt r r-r T-p-rrn-T-p-r-r i | r rrT-p- t ttj , , , rp-ri i ; i i i i | ht t 

2.00 2.50 3,00 3.6 0 4.00 4.50 5.00 5.50 6. 00 6 .60 7.00 7.50 8.00 8.50 9.00 9.50 


Ret. Time 


Area Area % Ratio % 


4.326 


1372603 100.00 100.00 


707005. D Tue Nov 23 10:59:41 2010 Page 1 
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Area Percent / Library Search Report 


Information from 

Data File: 

File Name : 

F:\Q1-2010\SYSTEM7\03 29 10\707005.D 

Operator : 

DJR 

Date Acquired : 

29 Mar 2010 8:23 

Sample Name : 

COCAINE STD 

Submitted by : 

Vial Number : 

5 

AcquisitionMeth: 

DRUGS.M 

Integrator : 

RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality: 80 

C:\Database\PMW_TOX2.L 


PK# RT Library/ID 


CAS# Qual 


1 4.33 C:\Database\SLI.L 

COCAINE 000050-36-2 99 


Abundance Average of 4.283 to 4.490 min.: 707005.DWata.ms (-) 




707005.D 


Tue Nov 23 10:59:41 2010 


Page 2 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
vial Number 
AcquisitionMeth 
Integrator 


F:\Q1-2010\SYSTEM7\03_29_10\707006.D 

DJR 

29 Mar 2010 8 : 36 

BLANK 
KAC 
1 

DRUGS.M 
RTE 


Abundance TIC: 707006.DVdata.ms 



Ret. Time 


Area Area % Ratio % 


* * *NO INTEGRATED PEAKS*** 


707006.D Tue Nov 23 10:59:46 2010 


Page l 
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Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q1-2010\SYSTEM7\03_29_10\707007.D 

Operator : DJR 

Date Acquired : 29 Mar 2010 8:48 

Sample Name : 

Submitted by : KAC 

Vial Number : 7 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


Abundance 


TIC: 707007.D\data.ms 


5000000 

4000000 

3000000 

2000000 

1000000 

0 



Ret. Time 

Area 

Area % 

Ratio % 


3.568 

4.331 

219812 

6489424 

3.28 

96.72 

3 . 39 

100.00 



707007.D Tue Nov 23 10:59:51 2010 Page 1 
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Area Percent / Library Search Report 


Information from Data File: 

File Name : F: \Q1-2010\SYSTEM7\03__29_10\707007 . D 

Operator : DJR 

Date Acquired : 8:48 

Sample Name : 

Submitted by : KAC 

Vial Number : 7 

AcquisitionMeth: DRUGS,M 
Integrator : RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality: 80 

C: \Database\PMW__T0X2 . L 

PK# RT Library/ID CAS# Qual 


1 3.57 C:\Database\NIST05a.L 

Imidazo[2,X-b]thiazole, 2,3,5,6-tet 014769-73-4 98 
Imidazo[2,l-b]thiazole, 2,3,5,6-tet 006649-23-6 98 
Imidazo[2,l-b]thiazole, 2,3,5,6-tet 006649-23-6 98 



Abundance #59447: lmidazo|2,1 -b)thiazo!e. 2,3,5,6-tetrahydro-6-pheny!-, (S)- 



707007. D Tue Nov 23 10:59:52 2010 Page 2 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q1~2010\SYSTEM7\03_29_10\707007.D 

DJR 

29 Mar 2010 8:48 


DRUGS.M 
RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality: 80 

C:\Database\PMW_TOX2.L 


PK# RT Library/ID 


CAS# Qual 


2 4.33 C:\Database\SLI.L 

COCAINE 


000050-36-2 99 


Abundance Average of 4.289 to 4,468 min.: 707007 ,b\data.ms (-) 




707007.D 


Tue Nov 23 10:59:52 2010 


Page 3 
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Area Percent / Library Search Report 


Information from 

Data File: 

Pile Name : 

F:\Q1-2010\SYSTEM7\03 29 10\707008.D 

Operator : 

DJR 

Date Acquired : 

29 Mar 2010 9:01 

Sample Name : 

BLANK 

Submitted by : 

KAC 

Vial Number : 

1 

AcquisitionMeth: 

DRUGS,M 

Integrator ; 

RTE 


Abundance TIC: 707008,D\da!a,ms 



Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


707008,D Tue Nov 23 10:59:57 2010 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q1~2010\SYSTEM7\03_29_10\707009.D 

DJR 

9 : 13 

KAC 

9 

DRUGS.M 
RTE 


Abundance 

5000000 


4000000 

3000000 

2000000 

1000000 

0 

Time--> 


T rT 

2.00 


4.331 


TIC: 707009.D\data.ms 


3.568 I 

I ; | I I I I | I I I I | Vr II ) I r-fV-p- r - T -rp-T- i -1 | * i * i j i i i i | i i i i f i ' > ' | i i i ■ 1 1 i i i f 'i 'ri | ’ 1 ' i ' 

2.50 3.00 3.50 4.00 4.50 5.00 5,50 6.00 6.50 7.00 7,50 8.00 8,50 9.00 9.50 


Ret, Time 

Area 

Area % 

Ratio % 


3.568 

4.331 

349467 

6032024 

5.48 
94.52 

5.79 

100.00 



707009.D Tue Nov 23 11:00:01 2010 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q1-2010\SYSTEM7\03_29__10\707009.D 

Operator : DJR 

Date Acquired : 2 9 Mar 2010 _9:13 

Sample Name 
Submitted by 
Vial Number : 9 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 




Search 

Libraries: C:\Database\SLI.L 

C:\Database\NIST05a.L 

C:\Database\PMW_TOX2.L 

Minimum Quality 
Minimum Quality 

: 80 
: 80 

PK# 

RT Library/ID 

CAS# 

Qual 


1 3.57 C:\Database\NIST05a.L 

Imidazo[2,1-b]thiazole, 2,3,5,6-tet 014769-73-4 98 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 98 
imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 97 



707009.D 


Tue Nov 23 11:00:02 2010 


Page 2 
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Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q1-2010\SYSTEM7\03_29__10\707009.D 

Operator : DJR 

Date Acquired ; 29 Mar 2010 9:13 

Sample Name ; WSKtSKBtHKB: 

Submitted by : KAC 
Vial Number : 9 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality: 80 

C:\Database\PMWJTOX2.L 

PK# RT Library/ID CAS# Qual 


2 4,33 C:\Database\SLI.L 

COCAINE 000050-36-2 99 


Abundance Average of 4.283 to 4.453 min.: ?0?009.D\data.ms (-) 



707009.D Tue Nov 23 11:00:02 2010 Page 3 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F: \Q1-2010\SYSTEM?\03_29__10 \ 7 0 7 015 , D 
DJR 

29 Mar 2010 10:29 

BLANK 

1 

DRUGS . M 
RTE 


Abundance 

2500 


2000 

1500 

1000 

500 

0 


TIC: 707015.D\data.ms 





Time~> 


I I I rv p’ T TTf I I I < I I * I I | » r T-r- j- T T-T T j -1 -v -T T -fTT -n pn~rrj-t i i i j TTTrp r t rfr tt i t ■ j ■ i ■ ■ 

2.00 2.50 3.00 3.50 4.00 4.50 5.00 5.50 6.00 6.50 7.00 7,50 8.00 8.50 9,00 9.50 


Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


707015.D Tue Nov 23 11:00:15 2010 


Page 1 
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Area Percent / Library Search Report 


Information from 

Data File: 

Pile Name : 

F:\Q1-2010\SYSTEM7\03 29 10\707016.D 

Operator ; 

DJR 

Date Acquired : 

29 Mar 2010 10:42 

Sample Name : 

COCAINE STD 

Submitted by : 


Vial Number : 

16 

AcquisitionMeth: 

DRUGS.M 

Integrator : 

RTE 


Abundance 
1500000 : 

1000000 

500000 


4.326 


TIC: 707016,D\daia ms 


Time-> 2.00 2.50 3.00 3.50 4.00 4.50 5.00 5.50 6.00 6.50 7.00 7.50 8.00 8.50 9.00 9.50 


Ret. Time 

Area 

Area % 

Ratio % 

4.326 

1935393 

100.00 

100.00 


707016 .D 


Tue Nov 23 11:00:19 2010 


Page l 
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Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q1-2010\SYSTEM7\03_29_10\707016.D 

Operator : DJR 

Date Acquired : 29 Mar 2010 10:42 

Sample Name : COCAINE STD 

Submitted by : 

Vial Number : 16 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


Search 

Libraries; C:\Database\SLI.L 

C:\Database\NIST05a.L 
C:\Database\PMW TOX2.L 

Minimum Quality 
Minimum Quality 

: 80 
: 80 

PK# 

RT 

Library/ID 

CAS# 

Qual 

1 

4.33 

C:\Database\SLI. L 

COCAINE 

000050-36-2 

99 


Abundance Average of 4.283 to 4.490 min.: 707016.D\dala,ms (-) 



Abundance #29: COCAINE 



707016.D Tue Nov 23 11:00:20 2010 Page 2 
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Area Percent / Library Search Report 


Information from Data File: 

File Name 

F:\Q1-2010\SYSTEM7\03 29_10\707017.D 

Operator 

DJR 

Date Acquired 

29 Mar 2010 10:54 

Sample Name 

BLANK 

Submitted by 


Vial Number 

1 

AcquisitionMeth 

DRUGS.M 

Integrator 

RTE 


Abundance TIC: 707017.D\data.ms 



Ret. Time 


Area 


Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


707017.D 


Tue Nov 23 11:00:34 2010 


Page 1 
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Area Percent / Library Search Report 


Information from 
Pile Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

F:\Q1-2010\SYSTEM7\03_29_10\707018.D 

DJR 

29 Mar 2010 11:07 

HEROIN STD 

18 

DRUGS.M 
RTE 


Abundance 


600000 


TIC: 707018.D\daia.ms 


400000 


200000 


0 


5.' 

367 

0 i i i i i 1 i i i i iTn-nT-n-T-rTTT-ri I 1 ! 1 : 1 1 1 p'Tl'V 

[ 

|VrfTTTTnTH„,| 1 1 1 T 1 1 1 1 1 1 1 1 1 3 1 1 f'l'^T'T'pVT'T-T- 


Ttme~> 2.00 2.50 3.00 3.50 4.00 4.50 5.00 5.50 6.00 6.50 7.00 7.50 8.00 8.50 9.00 9.50 


Ret. Time 

Area 

Area % 

Ratio % 

5.967 

1107605 

100.00 

100.00 


707018 .D 


Tue Nov 23 11:00:38 2010 


Page 1 


Corbett email PRR 007598 






Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

F: \Q1-2010\SYSTEM7\03__29_10\707018 .D 
DJR 

29 Mar 2010 11:07 

HEROIN STD 

18 

DRUGS, M 
RTE 


Search Libraries: C:\Database\SLl.L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality: 80 

C:\Database\PMW_TOX2.L 


PK# RT Library/ID 


CAS# Qual 


l 5.97 C:\Database\SLl.L 

HEROIN 000561-27-3 99 

HEROIN 000561-27-3 99 


Abundance Average of 5.930 to 6.184 min.: 7G7018.D\data.ms (-) 



43 


80 

60 

40 

20 

0 


59 


81 


94 


115 


146 


28 

iUj 


162 

174 

u ; hi ! l .,il87N, 


268 


204 


2 ^ 6 238 253 


284 


Jl 


327 


310 


369 


m lz-> 40 60 80 100 120 140 160 180 200 220 


-17^1“, i.v-t-r-- 

240 260 280 300 320 340 


352 


360 


707018,D 


Tue Nov 23 11:00:38 2010 


Page 2 


Corbett email PRR 007599 





Area Percent / Library Search Report 


Information from Data File: 

File Name 

F:\Q1-2010\SYSTEM7\03 29 10\707021.D 

Operator 

DJR 

Date Acquired 

29 Mar 2010 11:45 

Sample Name 

BLANK 

Submitted by 

KAC 

Vial Number 

1 

AcquisitionMeth 

DRUGS.M 

Integrator 

RTE 


Abundance TIC: 707021 .DWala.ms 



Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


707021.D 


Tue Nov 23 11:00:50 2010 


Page l 


Corbett email PRR 007600 




Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q1-2010\SYSTEM7\03_29_10\707022.D 

DJR 

10 11:57 


KAC 

22 

DRUGS.M 
RTE 


Abundance TIC: 707022.D\cfata.ms 

300000 

200000 

100000 

Time-> °2.00 2.50 3.00 3.50 4.00 4.50 5.00 5.50 6.00 6.50 7.00 7.50 8.00 8.50 9.00 9.50 


Ret. Time 

Area 

Area % 

Ratio % 

5.962 

588527 

100.00 

100.00 


5. 

62 


V. 


707022 . D 


Tue Nov 23 11:00:54 2010 


Page 1 


Corbett email PRR 007601 



















Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q1-2010\SYSTEM7\03_29_J-0\707022.D 

Operator : DJR 

Date Acquired : 29 Mar 2010 11:57 

Sample Name : 

Submitted by : KAC 
Vial Number : 22 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality: 80 

C: \Database \ PMW_T0X2 . L 

PK# RT Library/ID CAS# Qual 


1 5.96 C:\Database\SLI.L 

HEROIN 000561-27-3 99 

HEROIN 000561-27-3 99 


Abundance Average of 5.925 to 6.153 min.: 707022.Didata,ms {-) 



m/z-> 40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 360 


707022.D Tue Nov 23 11:00:55 2010 Page 2 


Corbett emaiI PRR 007603 






Area Percent / Library Search Report 


Information from Data File: 

File Name 

F:\Q1-2010\SYSTEM7\03 29 10\707026.D 

Operator 

DJR 

Date Acquired 

29 Mar 2010 12:48 

Sample Name 

BLANK 

Submitted by 
Vial Number 

1 

AcquisitionMeth 

DRUGS.M 

Integrator 

RTE 


Abundance TIC: 707026.D\data.ms 



Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


707026,D Tue Nov 23 11:01:08 2010 Page 1 


Corbett email PRR 007604 






Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File; 

F:\Q1 - 2010\SYSTEM7\03__2 9_10\7 07 027 . D 
DJR 

29 Mar 2010 13:00 

HEROIN STD 

27 

DRUGS . M 
RTE 


Abundance TtC: 707027.DWata.ms 



Ret. Time 

Area 

Area % 

Ratio % 

5.967 

1543669 

100.00 

100.00 


707027,D 


Tue Nov 23 11:01:12 2010 


Page l 


Corbett email PRR 007605 




Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q1-2010\SYSTEM7\03_29_10\707027.D 

Operator : DJR 

Date Acquired : 29 Mar 2010 13:00 

Sample Name : HEROIN STD 

Submitted by : 

Vial Number : 27 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality: 80 

C:\Database\PMW_TOX2.L 

PK# RT Library/ID CAS# Qual 


1 5.97 C:\Database\SLI.L 

HEROIN 000561-27-3 99 

HEROIN 000561-27-3 99 


Abundance Average of 5.925 to 6.211 min.: 707027.D\data,ms (-) 



m/z~> 40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 360 


Abundance #37: HEROIN 



707027.D Tue Nov 23 11:01:12 2010 Page 2 


Corbett email PRR 007606 




Area Percent / Library Search Report 


Z 3- /b 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


D:\SYSTEM5\04_30_10\714231.D 

P.PIRO 

1 May 2010 1:46 

BLANK 

1 

ECSTASY 

RTE 



Ret. Time 


Area Area % Ratio % 


* * *N0 INTEGRATED PEAKS*** 


714231,D Tue Nov 23 13:06:50 2010 Page 1 


Corbett email PRR 007607 











Area Percent / Library Search Report 


Information from Data File: 

File Name : D:\SYSTEM5\04_30_10\714232.D 

Operator : P.PIRO 

Date Acquired : 1 May 2010 2:01 

Sample Name : 3,4-MDMA STD 

Submitted by : 

Vial Number : 32 

AcquisitionMeth: ECSTASY 
Integrator : RTE 


Abundance.....TIC: 7T4232.D 



Ret. Time Area Area % Ratio % 

4.202 2674205 100.00 100.00 


714232.D Tue Nov 23 13:07:02 2010 Page 1 


Corbett emaiI PRR 007608 






Area Percent / Library Search Report 


Information from Data File: 

File Name 

D:\SYSTEMS\04 30 10\714232.D 

Operator 

P.PIRO 

Date Acquired 

1 May 2010 2:01 

Sample Name 

3,4-MDMA STD 

Submitted by 


Vial Number 

32 

AcquisitionMeth 

ECSTASY 

Integrator 

RTE 


Search 

Libraries: C:\DATABASE\PMW TOX2.L 

Minimum Quality 

: 90 



C:\DATABASE\NIST98.L 

Minimum Quality 

: 0 

PK# 

RT 

Library/ID 

CAS# ( 

2ual 

1 

4.20 

C:\DATABASE\NIST98.L 





1,3-Benzodioxole-5-ethanamine, 

N, .a 042542-10-9 

91 



1,3-Benzodioxole-5-ethanamine, 

N, .a 042542-10-9 

90 



1,3-Benzodioxole-5-ethanamine, 

N, .a 042542-10-9 

90 

'Abundance 

j j 


Average of 4.141 lo 4.287 min.: 714232.D (-) 

58 



80 i 

I 

601 


40 

20 


18 


30 42 


Oh , 

rn/z-> 10 20 30 40 50 


M 


67 
60 70 


77 135 

I 88 105 115123 j 146 161 176 191 . _ 281 

90' 100 Vi 0 120 1 & 140 "50 160 170 180 1 SO 2002 io 220 2 §Q 240 250 2 (jQ 270 2 )js 0 


80 


Abundance 


Wife- 



“WTf2966ri,3-t3enzodioxoIe-5-elhanamine, N,,alpha.-dimethy!- 


77 

i 


70 80 


89 103 H 5 


135 


149 162 


178 

T+ 


193 


90 i 6 o 1 i 0 120 l£> 140 150 i'So l)o 180 iSo 260 2 i 0 220 2 io 240 250 26 O 270 280 


714232.D Tue Nov 23 13:07:03 2010 Page 2 


Corbett email PRR 007609 














Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

D:\SYSTEM5\04_30_10\714243.D 
P.PIRO 

1 May 2010 4:47 

BLANK 
KAC 
1 

ECSTASY 

RTE 



Ret. Time 


Area Area % Ratio % 


* * *NO INTEGRATED PEAKS*** 


714243.D 


Tue Nov 23 13:09:12 2010 


Page 1 


Corbett email PRR 007610 












Area Percent / Library Search Report 


Information from Data File; 

File Name : D:\SYSTEM5\04_30_10\714244.D 

Operator ; P.PIRO 

Date Acquired : 1 May 2010 5:03 


Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


KAC 

44 

ECSTASY 

RTE 



2.j)0 3.b0 3.50 4.00 4.50 5.00 5.50 6.00 6.50 7.00 7.50 8.00 8.50 9.00 9 .50 10. 00 10.5 0 11.00 11.50 


Ret. Time 


Area Area % Ratio % 


3.832 
4.158 
4.197 


535789 

2139337 

1383098 


13.20 
52.72 
34.08 


25.04 
100.00 
64.65 


714244 .D 


Tue Nov 23 13:09:31 2010 


Page 1 


Corbett email PRR 007611 












Area Percent / Library Search Report 


Information from Data File: 



File Name 

D:\SYSTEM5\04 30 10\714244.D 



Operator 

P.PIRO 



Date Acquired 

1 May 2010 5:03 



Sample Name 

nm 



Submitted by 

KAC 



Vial Number 

44 



AcquisitionMeth 

ECSTASY 



Integrator 

RTE 



Search Libraries: C:\ DATABASE \ PMW TOX2.L 

Minimum 

Quality: 90 


C:\DATABASE\NIST98.L 

Minimum 

Quality: 0 

PK# RT 

Library/ID 

CAS# 

Qual 


1 3.83 C:\DATABASE\NIST98.L 

1- Benzylpiperazine 002759-28-6 95 

Benzene, (2-methoxyethenyl)-, (Z)- 014371-19-8 49 

2- Phenethanamine, N-benzyl-1-methyl 1000127-89-5 43 


Abundance 


80 


60 


40 


20 


17 


56 


28 4 

Li 

2 

...... 5 ,9,, 

li. 

71 77 

30 40 

50 

60 70 80 


65 


Average of 3.7 
9,1 


85 


, 97 


104 


t.D(-) 


134 


176 


120 


146 


157 


ioo no' 126 ido 140 "i ^6 iiio i^o 


, 185 208 

i 5 o' ‘ 1^6 ' '266" T 2-io 


Abundance 


80 


60 


40 ! 


20: 


■#38295: "1 -Benzylpiperazine 
91 


56 


134 


714244 .D 


15 

28 42 

36 

ill J 1 1 Nil 

50 

1 1 1 > i 1 

i[. 

65 

! 

71 

77 

85 

104 

h 

120 

,_ittji : 1 i 

' ’ 20 

30 40 

r-r-prH- 1 -- 

50 

60 

,J 1 1 = r, 

70 

si) 

’ 90 

100 no 

120 130 

, D 


Tue 

Nov 

23 

13 : 

09:32 

2010 


146 

'mr-l'n 


176 

159 __ t . T _ r 

iffi' 1J0 iso ’i 3 o 


2i0 
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Area Percent / Library Search Report 


Information from Data File: 

File Name 

D:\SYSTEM5\04 30 10\714244.D 

Operator 

P, PIRO 

Date Acquired 

5 : 03 

Sample Name 


Submitted by 

KAC 

Vial Number 

44 

AcquisitionMeth 

ECSTASY 

Integrator 

RTE 


Search 

Libraries: C:\DATABASE\PMW TOX2.L 

C:\DATABASE\NIST98.L 

Minimum Quality 
Minimum Quality 

: 90 
: 0 

PK# 

RT Library/ID 

CAS# 

Qual 


2 4,16 C:\DATABASE\NIST98.L 

1,1Biphenyl, 4-chloro- 002051-62-9 43 

2-Acetylamino-3-amino-1,4-naphthoqu 013755-96-9 33 

Coumarin, 5,7,8-trimethyl- 1000132-62-2 25 


Abundance 


80 


"Average oT4,107 to 4.180 mm. 714244.D ( : ) 


188 


60 


40 


20 


56 


145 


28 42 

18 I' , 


63 


75 


83 


95 


105 114 125 135 


172 


230 


159 

152 


211 


.179 200 


m/z~> 10_20 30 40 50 60 


?0 ' 80 SC 100 110 120 130 140 '.50 160 *170 iScTlOO 200 2in' 22o‘ 230 ' 


Abundance 


80 


"S1257T1 : 1 ,T-BIplTenyl, 4-ch!oro- 


188 


60! 


40 i 


20 


152 


76 


17 28 39 


51 


63 


94 


87 101 113 126 136 144 J 162 173 

I. . 1 , . ... , tv • 1 *. 1 , ,'lM ,v- r 1“7 m . , , ■ 


U J ,-rr-r, , . •■ >■ r- r-r-i Ti-rr, i , n V r-i — V l t ! r j 1 > . (V rfl . I i-l i-v. . 1 H t |-| - | TI > i I ' ' ' . , TT r . - | T r My T T T llTn' | t , rTTr 

h/z-> 10 20 30 40 50 60 70 80 90 100 110 120 130 140 150 160 170 180 1 SO 200 21CI 220 


714244 . D 


Tue Nov 23 13:09:33 2010 
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Corbett email PRR 007613 




























Area Percent / Library Search Report 


Information from Data File 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


D:\SYSTEM5\04_30_10\714244.D 

P.PIRO 

1 May 2010 5:03 


KAC 

44 

ECSTASY 

RTE 


Search Libraries: C:\DATABASE\PMW_TOX2.L 

C:\DATABASE\NIST98.L 


Minimum Quality: 90 
Minimum Quality: 0 


PK# RT Library/ID 


CAS# Qual 


4.20 C:\DATABASE\NIST98.L 

1,3-Benzodioxole-5-ethanamine, N,.a 042542-10-9 38 
1,3-Benzodioxole-5-ethanamine, N,.a 042542-10-9 37 
Butanoic acid, 2-amino-, (R)- 002623-91-8 9 


Abundance 


80 


60 


40 


20 


58 


Average'bf4.T 


714244.0 (-) 


30 


j q[ T4 42 ® Ij U/ | M uu J J i JIOI^U |£OJ! IH3 IDU JWt) ' 1UI £-•} I 

\nlz~> ib 20_3° ' 40 ’’ 50 ' GO 70 '' 80 ' 90 ”i 6o 110 'i^o' ido 140 1 60 b'bb Tio ' 190 200 210 220 2b0 

#1899811,3-Ben7.odioxo!e-5-ettianamine, N.TaFpRaAJimethyl- 


77 135 

67 88 95 103 113120 128, 


149 160 169 177 191 201 


231 


Abundance 


80 


60 i 


58 


401 


20' 


15 


30 


42 


51 


77 


r -l- 4V 


65 


89 qq 105 


118 


m/z-> 


10 


2'0 30 40 50 60 7b” ' sb ' 90 ibo 110 ii 


135 

147 162 178 ^ 191 .. . . 

S6" l4o 15o' lb6 llo ibo i bo 200 210 2^0^ 230 


714244 .D 


Tue Nov 23 13:09:33 2010 
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File 

Operator 
Acquired 
Instrument 
Sample Name 
Misc Info 
Vial Number 


Abundance 
| 1200000 

1100000 

1000000 

900000 

800000 

700000 

600000 ) 

500000I 

400000 

300000 

200000 

100000 


D:\SYSTEM5\04_30_10\714244.D 

P.PIRO 

1 May 2010 5:03 

DRUG LABO 


using AcqMethod ECSTASY 


44 


Tlme--> 


4^ 


Abundance 
500000 

450000; 

400000 

350000 

300000 

250000 

200000 

150000 

100000 

50000 


41,16 


TIC: 714244.D 


! I 


4.20 

i \ 
i \ 

i 


1 i ! 


i 

t j 


4.10 


4.15 


4.20 


4.25 


,~30 


4.35 


4.40 


r. 

4.45 


~4~JcT 


4.55 


4.60 


58 


'Scan 376 (4.197 min)T714244.D 1) 


hi/z—> 


0t-r 


15 


30 

1 

42 

51 

77 

1 65 71 I,, 

89 95 

105 

135 

120 

147 

162 

178 

193 

"f J T i 

30 

40 

50 

60 70 80 

90 

ido i io 

120 130 14( 

150 ' 

1^6' 170 

180 
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Corbett email PRR 007615 




















Library Searched 

Quality 

ID 

Abundance 
9000 
8000 
7000 
6000 
5000 
4000 
3000 
2000 
1000 


Wz--> 


0 


15 


30 


Abundance 

9000 

! 8000! 
7000 
6000 
5000 
4000 
3000 
2000 
1000 
0 

bi/z~> 


C:\DATABASE\NIST98.L 
91 

1,3-Benzodioxole-5-ethanamine, N, .alpha.-dimethyl - 


42 


10 20 30 40 


10 20 


5.8 


D (•) 


51 


s'o 


77 


h 

60 


135 


147 


162 


65 71 89 95 105 120 

7 ! o so bo ' ibo''' do iio' lio ^146 ' i£b T ’ i So"""17b' 

#112966: 1,3-Benzodioxole-5-ethanamine, N,.alpha.-dimelhyt- 
58 


178 


193 

ibo’'2O0 


42 51 

' |..-iU 

30 40 50 


60 


65 71 

‘Vb 


77 

I 

, r: ! 1 


135 

1 


178 


193 


80 


89 95 105 120 j| 147 163 

90 ibo lio iio' iio "i 4 o' '160’ 1 160 do 1S0 ibo 260 | 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


D:\SYSTEM5\04_30__10\714246 .D 
P.PIRO 

1 May 2010 5:33 

BLANK 

1 

ECSTASY 

RTE 



Ret. Time 


Area Area % Ratio % 


* * *NO INTEGRATED PEAKS*** 


714246.D Tue Nov 23 13:13:51 2010 


Page 1 


Corbett email PRR 007617 









Area Percent / Library Search Report 


Information from Data File: 

File Name : D:\SYSTEM5\04_30_10\714247.D 

Operator : P.PIRO 

Date Acquired : 1 May 2010 5:48 

Sample Name : 3,4-MDMA STD 

Submitted by : 

Vial Number : 32 

AcquisitionMeth: ECSTASY 
Integrator : RTE 



Ret. Time Area Area % Ratio % 


4.200 2726086 100.00 100.00 


714247.D Tue Nov 23 13:13:54 2010 
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Area Percent / Library Search Report 


Information from 
File Name ; 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

D:\SYSTEM5\04_30_10\714247,D 
P.PIRO 

1 May 2010 5:48 

3,4-MDMA STD 

32 

ECSTASY 

RTE 


Search 

Libraries: C:\DATABASE\PMW TOX2.L 

C:\DATABASE\NIST98.L 

Minimum 

Minimum 

Quality: 90 
Quality: 0 

PK# 

RT 

Library/ID 

CAS# 

Qual 

1 

4.20 

C:\DATABASE\NIST98.L 




1,3-Benzodioxole-5-ethanamine, N,.a 042542-10-9 90 

N-Acetyl-3,4-methylenedioxymethamph 1000120-32-5 78 

1,3-Benzodioxole-5-ethanamine, N,.a 042542-10-9 78 



58 


Average of4.15016 4.301 mln.:714247.D ( : ) 


30 42 




77 


66 


135 

88 gg 105 114 122 I 144 158 

P I I I I II "T 1 i'I I 7 ! r 


174 


191 


20 30 40^ 50 6 ! 0 70 80 90 l6o 110 ^20 ”l 30 140 150 160 170 1&) 190 2<5o"2lo 2^0 aS)'2<ib 


253 


Abundance 


80 


60 


40] 


201 


5.8 


#112756: 1,3-Benzodioxo!e-5-ethanam:ne, Jl.alpha.-dimetby]- 


28 


36 


50 


77 


m/z-> 


88 105 ^5 

-T-'-r, n - A-v! ■ ■ 


178 193 


Vo ‘ 2b " 80 40 50 60 70 80 ' 9*6 ’ 100 lio 'lib' 130 140 150 160 ift) li 5 o lAo 260 2^6’ 220 230 240 250 
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